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Message Text 


PAGE 01 STATE 143944 

60 

ORIGIN OC-05 

INFO OCT-01 AF-06 ISO-OO CCO-OO /012R 

DRAFTED BY A/OC-W:DDEVAUGHN DG 

APPROVED BY A/OC:WENAEHER 

A/OC-W:KFORREST 

A/OC-AF:RLOCHMILLER 

DESIRED DISTRIBUTION 

OC/PE 

099768 

R 191519Z JUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY LOME 
INFO AMEMBASSY ACCRA 
AMCONSUL LUANDA 

LIMITED OFFICIAL USE STATE 143944 

E.O. 11652: N/A 

TAGS: ACOM 

SUBJECT: WATTS PROGRAM 

ACCRA FOR RCO 

REF: A. STATE 132644; B. LOME 1355,1251 

1. BY WAY OF REF. A, EMBASSY AWARE THAT DEPT UNSUC- 
CESSFULLY ATTEMPTED TO DIVERT SHIPMENT OF WATTS EQUIPMENT FRO 
FROM LOME TO LUANDA. EQUIPMENT IS REQUIRED AT LUANDA ON 
URGENT BASIS FOR INSTALLATION PRIOR TO ANGOLA RECEIVING 
INDEPENDENCE IN NOVEMBER. 

2. DEPT WILL PROCURE REPLACEMENT WATTS EQUIPMENT IN FY-76 
FOR LOME. ALTERNATIVELY WE ARE CONSIDERING THE USE OF VHF 
VICE HF RADIO TO ESTABLISH THE REQUIRED RADIO TELETYPE 
CIRCUIT BETWEEN THE ACCRA WATTS BASE STATION AND LOME. 

LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 143944 

CURRENTLY PLAN TO PROCEED WITH LOME SITE PREP PROJECT 
EARLY OCTOBER AS PLANNED. 

3. APPRECIATE ANY ADVICE POST CAN PROVIDE CONCERNING ON- 
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WARD SHIPMENT OF WATTS EQUIPMENT TO LUANDA. LUANDA 
RECOMMENDS AIR SHIPMENT DUE TO EXTREMELY LONG DELAYS AT 
PORT FACILITIES. ANY ADVICE REF. SHIPPING ROUTES. COSTS 
ETC. WOULD BE HELPFUL. ADVISE. KISSINGER 

LIMITED OFFICIAL USE 


« END OF DOCUMENT » 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 26 AUG 1999 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: johnsorg 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE143944 

Document Source: ADS 

Document Unique ID: 00 

Drafter: A/OC-W:DDEVAUGHN DG 

Enclosure: n/a 

Executive Order: N/A 

Errors: n/a 

Film Number: D75021 4-0936 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975061 02/baaaanaw.tel 

Line Count: 61 

Locator: TEXT ON-LINE, TEXT ON MICROFILM 
Office: ORIGIN IMSO 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: johnsorg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 AUG 2003 by CunninFX>; APPROVED <09 DEC 2003 by johnsorg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> wfs 971031 

Subject: n/a 

TAGS: ACOM, TO 

To: LOME INFO ACCRA 

LUANDA 

Type: TE 
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